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LASA 

15:02:53.2 

Origin  time  and 
llshed. 

location 

not  pub- 

5.6 

N/A 

NORSAR 

No  bulletin 

published. 

Hagfors 

15:11:40.7 

15:00:03 

37N 

115W 

5.7 

N/A 

SDAC/VELA 

14:59:59.5 

36. 8N 

116. OW 

5.3 

N/A 

All  SDCS  stations  were  operational  at  this  time.  RK-OII  data  were  retrieved 
from  the  digital  field  tapes,  which  recorded  positive  short-  and  long- 
period  signals.  HN-ME  also  recorded  positive  short-  and  long-period  signals, 
and  the  data  were  retrieved  from  the  analog  back-up  system.  All  other  SDCS 
stations  are  at  NTS,  and  clipped.  Horizontal  channels  for  RK-ON  and  HN-ME 
were  rotated. 

No  waveform  data  were  recoverable  from  the  SDAC/VELA  detection  processor. 

LASA  data  are  reported  from  the  LASA  Data  Center  Teleselsmlc  Report,  and 
Hagfors  data  are  from  their  bulletin. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  for  SP  and  0.004  Hz  for 
LP  (not  corrected  for  instrument  response). 
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